From: 

Sent: 

To: 


NC Gov, Cooper [no-reply@nc.gov] 

1/29/2018 4:56:49 PM 

contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYD!BQHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: Form submission from: Contact Governor Cooper 


Submitted on Monday, January 29, 2018 - 4:56 pm 

Submitted by anonymous user: 10.10.15.8 

Submitted values are: 

First Name Carol 
Last Name Hay 
City Hillsborough 
State NC 

Email cmhay.lessmess@gmail.com 

Phone Number 

Message 

I am thoroughly disillusioned by your approval of the Atlantic Coast Pipeline. Fossil fuel energy companies 
have a clear record of habitually lying about all the great things they will do for us and then poisoning people 
instead. Putting in new infrastructure to support fossil fuel use guarantees we will be continuing to rely on it for 
decades. If you don't reverse this decision, I will be donating to and voting for a more progressive candidate in 
your next primary. If no progressive challenges you, you cannot count on my support. 

Please reconsider this disastrous decision, consider you promises to us and your conscience, and withdraw 
approval. 

The results of this submission may be viewed at: 
https://governor.nc.gOv/node/l l/submission/28272 
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